NYT Quietly Retracts Officer Sicknick Story 
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The paper of note has quietly “updated” their story on the cause of Officer Brian Sicknick’s death. It was 


originally reported that he died due to being hit over the hear with a fire extinguisher. | debunked that days 
ago. 


The NYT just retracted its January 8 report that claimed Brian Sicknick was killed by a Trump supporter 
using a fire extinguisher. Not only is the original story untrue, they lied about the anonymous sources 
linked to the story. My update here “It appears the anonymous sources were not law enforcement 
officials but people ‘close’ to the police department—which means they could have been anyone from 


House Speaker Nancy Pelosi to inveterate liar Adam Schiff to the Democratic mayor of Washington, 
D.C., Muriel Bowser.” 


This reminds me of the Covington Catholic debacle. The media can’t stop attributing violence to the least 
violent people on earth, namely White rightists. 
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